Approved For Release 2001/04/01 : CIA-RDP91-00682R000200050019-8 


Saturday - 21 July 1951 


1. The House Armed Services Committee approved the full project 
fee the construction of a CIA building, contained in H.R.4524. The matter was 
handled by Chairman Vinson without the appearance of any CIA witness before the 
Committee. 
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